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The following informetion 1g availeble on supply depots in the 
nreas of the Twenty-fourth, ¥Yourth, end second “ir /rmiess 


1. Twenty-Fourth ‘ir oxmy? 
a. Aviation gasoline. 


(1) Lorgeesecle supply dumps cnd shipments from former Gerrnat 
large-scole fuel dumps to nirficlds heve not been observed in 
the woviet Zone of Germany. From observetions of rail ship- 
ments it is inferred thnt the air units draw their aviation 
gasoline ehicfiy from the hydrogenation plent in BOEHLEN (N 52/ 
K 29). --ccording to available information, this plant is the 
only hydrogenation plant in the Zoviet cone of Germany thet 
produces sizable quantities of avintion gasoline. Deliveries 
of aviation gasoline from poland or other countries were not 
observed either. 


(8) The capacities of the fuel dumpa ot the different air- 
fields depend on the number and types of aircraft stationed 
there. ‘ccording to an estincete, the fuel stored et the sire 
ficias is sufficient for about 10 days operations under combat 
conditions. it was repeatedly observed thet fuel containers 
were dug out snd taken along with the air units when they were 
transferred within the soviet sone. 


(3) The fuel dump in VaLTi. (Nn 53/2 66) very probrbly supplies 
air force units in sddition to erny units. However, it could not 
be dotermined thst aviation gasoline 1s also stored in this dump. 
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», wotor vehicle cesoline supply depots. 


Lorce-senle moter vehicle gasoline dumps exclusively supplying 
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air force units have not been observed. It is assumed thet 
the soviet vir corce units sre igsued their motor yehicis ga- 


soline in the vovict .rmy supply depots. The known ermy gasoline 


supply depots were reported previously *. «. snail air force 
gasoline dump wes observed on Ulmenstrasse in BAD 3°80. (HN 53/ 
VY 38). 


eo, ‘irercft. 


ecording to sviileble informetion, circreft depots do not 
exist in the voviet one of Germany. The required aircroft 
repircements geen to come directly from the soviet Union end 
are delivered, by reil or sir, directly to the units concerned. 


a. 4ireraft engines. 


‘ireraft engines vere observed in the STR’UsBLAG (N 53/V 15) 
Depot. However, it is mot known whether this depot supplies all 
the clr units of the Ifwenty-Fourth Air srmy. The majority of 
the required replscement engines are assumed to be delivered 
directly from the soviet Union. 


e, tadio Equipment. 


“, radio equipment depot is assumed to exist at the JULTERBOG@- 
DiiM (N Se/E 69) eirfield. Possibly, radio sets rre only be~ 
ing ropaired there. 


f. Other quipmont. 


A contrel depot for aircraft accessorics, instruments, armament, 
6nd motor vehicle spere verts seems to be in sTRiUoBurc. 


second 4ir Army 
a. o.Wintion gasoline. 


aside from stocks kept in the hydrogenation plents, lerse~seale 
avietion gasoline dunos were not observed in the soviet wone of 
“ustria. Recause of this, cnd from observed transportetion 
operrtions, it is assumed thet the fuel dumns et sirfields are 
supplied directly by the hydrosenstion picnts. 


b. wLotor vehicle gasoline. 


The cir ferce units draw their notor vehicle gasoline mostly 
from the ormy fuel dumps. <. small cir force gasolins dump is 

in 201a°U (P 49/4 78). Units in luncory ore allezedly also sup- 
plied by this dump. 


-@, “dircraft. 


Adgeraft depots ere not aveileble. xApplacement aireraft are de~ 
livered directly from the soviet Union. 


ad, ‘ireraft engines. 

The existence of an ecireraft engine depot is not know. Aircraft 
engines sre possibly stored in the KOMNsUBURG (P 49/5 350) sir- 
croft rensir shop. 
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@. sadio eyuipment. 

No dump is known. 

f. Other equipment. 

“. central depot for eircrsft accessories, instruments, end 
armament is supposed to exist in KO2NZUBURG. An sir fores 
motor vehicle perk with repair shop in BRUNN an Gebirge (0 49/ 


+ 58) end 2 motor vehicle repeir shop in LIESING {0 49/% 38) - 
are clgo known. 


Fourth Air Jrmy 


No informetion ig available on air force depots in the area of 
this air army. 
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